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Table 5. NORMAL LABORATORY VALUES: OTHER 


TEST 

SPECIMEN 

CONVENTIONAL UNITS 

SI UNITS 

Gastric acid secretion: 




Basal, females 

Gastric fluid 

36.6-38.2 mEq HCl/h 

36.6-38.2 mmol/h 

Basal, males 

Gastric fluid 

3.8-4.2 mEq HCl/h 

3.8-4.2 mmol/h 

Peak, females 

Gastric fluid 

23.9-25.9 mEq HCl/h 

23.9-25.9 mmol/h 

Peak, males 

Gastric fluid 

1.9-2.3 mEq HCl/h 

1.9-2.3 mmol/h 

Lipase 

Ascitic fluid 

< 200 U/L 

<3.33 pkat/L 

Sperm concentration 

Semen 

20-150 x 10 6 /mL 

20-150 x 10 9 /mL 


jikat = microkatal. 
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